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Message Text 



UNCLASSIFIED 

PAGE 01 NEW DE 06753 210904Z 
42 

ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO OC-05 CCO-OO /021 W 

120619 

R 210710Z MAY 75 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 8811 

UNCLAS NEW DELHI 6753 

FOR SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: ELECTRIC LOCK, CALCUTTA 

1. POWER PROBLEMS IN NEW BUILDING CALCUTTA HAVE 
DAMAGED OUR LAST MRL 8420 CRYPTO CONTROL UNIT. IF 
POSSIBLE, PROVIDE REPLACEMENT TO TSO, NEW DELHI 

(HAVE OBTAINED VOLTAGE CONTROL UNIT FOR REPLACEMENT). 
BEIRUT CANNOT SUPPLY. 

2. NEW SUBJECT: IF AVAILABLE, FURNISH TECHNICAL DATA 
ON CONCORD MOTION DETECTOR AND MRL LOCK CONTROL. 
DATA NEEDED TO SERVICE EQUIPMENT.SCHNEIDER 
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Disposition Remarks: 

Document Number: 1975NEWDE06753 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 80-0885 
From: NEW DELHI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750531 /aaaabcbl. tel 

Line Count: 39 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Reference: n/a 
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